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STANDARD OPERATING PROCEDURE 

R-50-I4 This SOP supersedes H-50-14 dated II August 1971. 


MOTION CRITIOIJES 


1. PURPOSE^ To establish the requirement and procedure for 
conducting mission critiques. The purpose of these cri- 
jiques will be to review with the Dilot his flight line 
accuracy ana equipment operation. 


1. 00 OPE i This SOP is applicable op- 

'^rational and training miss ions 

3. RESPONSIBILITY : It will be the responsibility of the Di- 
rector’ of’ Operations to insure that Tracker/Camera imagery 
and equipment operation evaluations are accomplished and 
that mission critique periods are scheduled and conducted 
on a timely basis. 


4. PROCEDURES: 

25X1 A 

a. The Flight Planner will monitor the accumulation 

of the completed mission material and will inform the 
Director of Operations when a mission is ready for 
critique . 
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d. 


Training mission critiques will normally be scheduled 
once a month on the published ground training schedule. 
Operational missions will be critiqued as soon as tracker 
read-out and equipment operation data is received. 

Minimum attendance at each Training Mission Critique 
will be: 

(1) Director of Operations or his Deputy 
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Flight 

Planner, who will review flight line accuracy and 
weather as plotted from the tracker, emphasizing 
flight line deviation and systems operation. 
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The appropriate portions of the mission and critique 
’em will he completed and filed in the Pilots Train- 
'.«.i Folder. 
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